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SUBJECT: COMPLAINTS OF DEFECTIVE ELECTRIC POWER EQUIPMENT SUPPLIED 
BY US FIRMS 

REF: BRASILIA 4833 

DURING A COURTESY CALL ON PROFESSOR ARNALDO BARBALHO, 

SECRETARY GENERAL OF THE MINISTRY OF MINES & ENERGY, 

REPORTED SEPTEL, CHARGE ASKED WHETHER THE PROBLEM OF THE 
GE TURBINE GENERATOR AT MOXOTO HAD NOW BEEN CORRECTED. 
BARBALHO SAID THE INSATALLATION OF THE TURBINE HAD LEFT 
A GREAT DEAL TO BE DESIRED, BUT THAT GE HAD FULLY CORRECTED 
THE PROBLEM; THE GENERATOR WAS NOW RUNNING AT 100 PERCENT. 

IN THE MEANTIME, HOWEVER, A SIMILAR PROBLEM HAD EMERGED 
WITH THE SECOND UNIT WHICH WAS LIMITED TO 70 PERCENT OF ITS 
DESIGN CAPACITY. GE WAS WORKING TO CORRECT THE PROBLEM. 

BARBALHO DID NOT COMMENT ON THE TURBINE BEING INSTALLED 
BY WESTINGHOUSE AT BONGI. 
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